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REVIEWS. 


extended from Philadelphia, Boston, and New York, penetrating 
other sections of the country, Dr. Mumford describes most sympa¬ 
thetically and graphically the great services rendered by pioneers, 
such as Drake and Dudley. In fact, among the most interesting 
portions of the book will be found those devoted to the careers of 
these men, many of whom figure to the present generation as names 
and naught else. 

Although Dr. Mumford pays due attention to the founding of 
hospitals and medical schools, and describes the services of men 
like those above mentioned and the Warrens of Boston in this 
connection, we doubt if the histories of institutions ivill ever 
thrill us as do the life-histories of men who struggled through 
almost insuperable difficulties to the achievement of such tremen¬ 
dous benefits to humanity. 

Dr. Mu inford's book should not only be read but owned by every 
American physician, and we could think of no more stimulating 
gift to be put in the hands of the graduate than this narrative, in 
which are embodied the wonderful achievements of his predecessors 
in the healing art. F. R. P. 


Practical Points in Nursing. For Nurses in Private Practice. 

By Emily A. M. Stoney. Third edition. Philadelphia, New 

York and London: W. B. Saunders & Co., 1903. 

The third edition of this valuable book on nursing has been 
revised and brought up to date by a physician owing to the death 
of the able author. 

The work itself, except for the revision made necessary by 
advance in knowledge, retains much of its originality. The authoress 
was peculiarly qualified by experience and position to write authori¬ 
tatively, and she is to be doubly commended for omitting much that 
a nurse need not know, as well as for the good selection of what 
she should know. 

The matter has been divided into seven chapters and an appendix: 
I. The Nurse; II. The Sick-room; III. The Patient; IV. Nursing 
in Accidents and Emergencies; V. Nursing in Special Medical Cases; 
VI. Nursing of Sick Children; VII. Physiology and Descriptive 
Anatomy. The appendix contains various kinds of useful knowledge, 
such as tables of weights and measures, recipes, dose list, glossary, 
etc. The difficulty in instructing nurses lies in knowing just how 
much to teach and how much to withhold. It is necessary for the 
modern trained nurse to have an intelligent knowledge of the reason 
for pursuing a particular course or abandoning another. It is not 
necessary, on the other hand, for a nurse to take a complete medical 
course. Miss Stoney’s work contains many things of interest to 
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physicians as well as to nurses, and should prove a valuable aid for 
nurses in their private work. The book has its need also, as private 
nursing is somewhat different from hospital work, and often a nurse 
is at a loss for many lands of information not picked up at the 
hospital. J. N. H. 


A Manual of Plague. By William Ernest Jennings, M.B., 
C.M., Major in the Indian Medical Service; Chief Medical 
Officer for Plague Operations in the Bombay Presidency, etc. 
With an Introduction by Surgeon-General G. Bainbridge, M.D., 
M.R.C.P., I.M.S. London: Rebman, 1903. 

The extensive and really alarming outbreak of plague which but 
a few years ago threatened to spread from the East to Occidental 
nations has drawn particular attention to the study of this disease; 
and so important and numerous have been the discoveries concerning 
its etiology, treatment, and prophylaxis that a thorough exposition 
of the present knowledge concerning the subject can scarcely be 
gained from the ordinary text-book of medicine. In certain countries 
where plague is likely to occur it is absolutely necessary that the 
practitioner should be thoroughly conversant with every aspect of 
the disease. To this end the present manual is excellently adapted, 
for it treats of the subject from a practical standpoint, and is besides 
essentially up to date. The book opens with an introductory chapter 
upon the interesting history of plague epidemics, after which follow 
chapters on the bacteriology, pathology, treatment, epidemiology, 
symptomatology, etiology, etc. The diagnosis and prognosis are 
appropriately treated and many important pages deal with measures 
for the suppression and prevention of the spread of plague. The 
author’s personal knowledge and extensive experience with the 
disease certainly give the book a practical value. 

There are a number of illustrations, most of which are fairly 
good. The book is well printed and nicely bound. W. T. L. 


A Manual of Hygiene and Sanitation. By Seneca Egbert, 

A.M., M.D. Third edition, enlarged and thoroughly revised. 

Philadelphia and New York: Lea Brothers & Co. 

The third edition of Dr. Egbert’s very useful manual shows 
evidence of very careful and thorough revision of every chapter. 
New material and numerous additional illustrations have been 
introduced where needed. Disinfection has been divorced from 
Quarantine and placed in a chapter by itself, and the chapter on 
Laboratory Tests has been much improved. The first edition was 



